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IMPORTANT SAFETY NOTICE 


SCHEMATIC 


The component identified by shading ot international symbol & on the following schematicd iagrams incorporate special 
eatures important for protection from X-Radiation, fire and electrical shock hazards. When servicing it is essential that 
only manufacturer s specified parts be used for those critical components. 
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